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IfSTHOD OF OPEBATIOIT 

TH'.LEPHODE CIRCUIT --ac; , 

Arranged To Give Busy And Check Tone - Test When Zero Operator s or ^ 

37 Ohms O.G.T. Sleeve - Arranged For Incoming Call Circuit - opecial A 
boa.rd - Full Mechanical Poiser Driven System. 


aBFERlL DESCRIPTION 

1. This circuit is used by an operator at a epecial A ewituhbOcrd ^ 

to corrmunioate with subscribers and other operators, ciiopre 

a click in the receiver when the plug of a calling cord is ® whAr used in 

of a jack of a busy line. It is also arranged to receive a dia. - , 
in oompleting calls to mechanicsal offices. 

2. When completing a. toll call, it is necessary to verify 

the calling station. To accomplish this a checking multiple is pr " „ 

which appear a sleeve multiple of all the subscribers lines in a the*-an- 

operator inserts the plug of the answering cord in the trun^ o^w " ^"^Tha 

ing subscriber is comeoted and requests the calling subs^^ri ® «!hRr>^»itea»* 
operator then tests the sleeve multiple of the line given y «r>rraat 

with the tip of the calling cord. If the subscriber has given ^ ^ 

nmber, the operator receives a distinctive tone; if the number is ^nrong, and 
the line tested is busy, the usua.l busy signa.l is heard* 

3. When the position is vacant, or when a cord circuit 

operated, the incoming call circuit is disconciacted from the telephone s^. 

Should a distant operator cor^ioct to the incoming the wera^Sr’ 

a tone is connected to it, notifying the distant operator that the operc- 

is busy or the position is va.oant. 

4. This circuit ma.y be used wdth a transfer key iwhioh trcnsfers the 
coming call circuit to the adja.cent position. 

D3TAIIBD DS^RIPTIQN 


OPEa'iTION 

5. The telephone circuit is normally disconnected from the cord 
When a talking key in a cord circuit is the tip 

GO which operates the T relay. The operation o e -'^nd'^to le-'d A which 
and ring of the telephone circuit to the cord connects ground . 

operates a relay disconnecting the incoming call of the plug 

cuit and opens the dial tone circuit. To make a busy test tt^e ^iP ^ « 

0 ? the caiilhR oora 1 b touehed to the jack of on 

U busy.W'oiroult is closed from battery on tje Bleore helS Lda 

some multiple jack, over the tip of the thg ^ ^ BT throu.'sh the 

through the contact of the relay in the oord olrou , . The opare- 

wlndlne Of the 01. and BT relays to ground, “f i“r4lon 
tion of the OT relay performs no useful funotlon at yis The opo..t 

Of the BT relay closes a f ‘/4“,7‘ro1r"ro:Sh tS o^^Mlng 

tsrd^'tion coiT« contjso^ of^ tli 0 BT r9-c.ty# S 
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ntROTTIT REQ.UIHEiS/BKTrj 



OPERATE 

NOK.OPEBATB 

retsaoe 

B122 

(CT) 

Test .0032 sJiip* 
Readj. .003 amp. 


Test ,0005 amp. 
Beadj. .001 amp. 

B157 

{B'D 

Test .0016 amp. 
Headj. .0015 amp. 


Test .0002 amp. 
Readj. .0003 amp 

S&03 

(I) 

Test .019 amp. 
Readj. .017 amp. 

Test .0095 amp. 
Reado. .OtO amp. 


HI 

(P) 

Test .054 s.mp. 
Beadj. .014 amp. 

Test ,0095 amp. 
Eeadj. .010 amp. 
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